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Message Text 

UNCLASSIFIED 

PAGE 01 ABU DH 01506 2II227Z 

ACTION NEA- 10 

INFO OCT-OI EUR-I2 ISO-00 EB-07 XMB-04 /034W 

2II3I7Z 122922/42 

R211032ZMAY 77 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6103 
AMEMBASSY ATHENS 
AMEMBASSY JIDDA 
AMEMBASSY KUAWAIT 
AMEMBASSY TEHRAN 

UNCLAS ABU DHABI 1506 

ATHENS FOR RTDO 

USDOC PASS CAGNE MAJOR PROJECTS 

E.O. 11652: NA 
TAGS: BEXP, TC 

SUBJ:FOREIGN GOVT TENDER: 100 MW GAS TURBINE POWER PLANT 

REP: ABU DHABI 928 

1 . CLOSING DATE FOR TENDER INVITATION REPORTED REFTEL 
HAS BEEN DELAYED TO JUNE 20, 1977. 

2. WE UNDERSTAND THAT THE DUBAI ATWNNKOZZBJOVGJL # ELECTRIC 
CORP. IS TRYING TO BID ON THIS TENDER ON BEHALP OP GE. 

3. WHILE THE QUESTION OF FINANCING HAS NOT BEEN REAISED YET, 

PAST EXPERIENCE TELLS US THAT FINANCING MAY WELL TURN OUT 
TO BE AN IMPORTANT PART OP THE PINAL PACKAGE ACCEPTED BY THE 
ELECTRICITY COMPANY (VIZ: THE SUPPLY OF THREE SIXTY MEGAWATT 
GENERATORS POR THE JEBEL ALI PROJECT BY THE JAPANESE). 

CAGNE MAY WISH TO RAISE THIS POSSIBILITY WITH OFFICERS OF EXIM BANK. 

DICKMAN 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ABU DH 01506 211227Z 


NOTE BY OC/T: #AS RECEIVED. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 21 -May-1 977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ABUDFI01506 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770181-1286 

Format: TEL 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770532/aaaabbpf.tel 

Line Count: 57 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 02f2c58c-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 ABU DHABI 928 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 14-Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2424730 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVVT TENDER: 1 00 MW GAS TURBINE POWER PLANT 
TAGS: BEXP, TC 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/02f2c58c-c288-dd1 1 -92da-001 cc4696bcc 
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